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letter, with which I was angry, but yet pretty well pleased that she was crossed.
19th. Office in the morning. This morning my dining-room was finished with green serge hanging and gilt leather, which is very handsome. This morning Hacker and Axteli were hanged and quartered, as the rest are. This night I sat up late to make up my accounts ready against tomorrow for my Lord. I found him to be above ^80 in my debt, which'is a good sight, and I bless God for it.
2oth. This morning one came to me to advise with me where to make me a window into my cellar in lieu of one which Sir W. Batten had stopped up, and going down into
my cellar to look I stepped into a great heap of-----, by
which I found that Mr. Turner's house of office is full and comes into my cellar, which do trouble me, but I shall have it helped. To my Lord's by land, calling at several places about business, where I dined with my Lord and Lady; when he was very merry, and did talk very high how he would have a French cook, and a master of his horse, and his lady and child to wear black patches; which methought was strange, but he is become a perfect courtier; and, among other things, my Lady saying that she could get a good merchant for her daughter Jem., he answered, that he would rather see her with a pedlar's pack at her back, so she married a gentleman, than she should marry a citizen. This afternoon, going through London, and calling at Crowe's the upholster's, in Saint Bartholomew's,11 saw the limbs of some of our new traitors set upon Aldersgate,2 which was a sad sight to see; and a bloody week this and the last have been, there being ten hanged, drawn, and quartered. Home, and after writing a letter to my uncle by the post, I went to bed.
2ist (Lord's day). To the Parish church in the morning, where a good sermon by Mr. Mills. After dinner to my Lord's, and from thence to the Abbey, where I met
1 Crowe was fined for Alderman in 1663, see post, December ist of that year, but he appears to have  taken the office subsequently, see October I5th, 1668.
2 The old gate was taken down in 1617, and rebuilt in the same year from a design by Gerard Christmas.   The gate was injured in the Great Fire, but was repaired and remained until 1761.